19970910.ba v01_n663.bam.970910 v01_n664.bam.970910 


>From ???@??? Wed Sep 10 08:51:17 1997 

Message-Id: <199709100502.AAA09343@sco.theporch. com> 
Date: Wed, 10 Sep 1997 00:02:29 CDT 

Subject: BOATANCHORS digest 1663 


BOATANCHORS Digest 1663 
Topics covered in this issue include: 


1) 5134 Cost 
by Dan Martin <dmartin@visuallink.com> 
2) National Plate Circuit for Sale 
by "Andy Howard, WA4KCY" <sweetbay@compuserve.com> 
3) R-390A IF chassis 
by "Allan Fritsche" <fritsche@classic.msn.com> 
4) HP sweep gen/plugin pub 
by Edward Zeranski <ejz@nosc.mil> 
5) Need RME 4350 Parts 
by "Gerald Morris" <k6éqy@classic.msn.com> 
6) Re: What Batteries for Simpson Model 263 VOM? 
by John Kolb <jlkolb@cts.com> 


Date: Tue, 09 Sep 1997 19:42:56 -0400 
From: Dan Martin <dmartin@visuallink. com> 
To: boatanchors@theporch.com 

Subject: 5134 Cost 

Message-ID: <3415DF00.3C4B@visuallink. com> 


Hi, folks: 


An interesting BA trivia-type question: Anybody ever figured out why the 
5134 was such an expensive piece of gear in its day? I mean expensive 
even for Collins ... and compared to other Collins. Ads in late 50's QST 
mags and/or Jay Miller's Collins guide show a 5134 with cabinet and all 
three mech. filters went for $1300-plus. Compare that with about $495 
for a 75A4 and about $400-500 for an A2/3 and 32V3. Excepting only the 
KWM-2, the 5134 was significantly more costly than any of the table top 
S-line gear that started coming out in the early sixties - like double 
their price. Jay Miller's guide shows a new price for the mighty 30S-1, 
introduced in about '58 at the height of J4 production, was only a 
couple of hundred more than a fully equipped 5134! The 5134 is a kissing 
cousin to the A-series and I've always wondered why it was so pricey - 
even for Collins gear of the era. Is it because it was targeted 
primarily at the deep pockets of commercial users? Maybe because 


relatively small production volumes drove manufacturing costs up? 
(Doesn't seem likely, given the long production life of the 51J and 
R-388 series). I have and use a pristine J4 and like it a lot. Still, 
its general coverage ability aside for the moment, it was 2-3 times as 
expensive as corresponding A-series equipment and it seems hard to 
justify why. (No, I don't have any A-series equipment, I'm not familiar 
with their innards, and have never made any comparisons.) Perspective, 
anyone? 


73 

Dan 

WB4GRA 
Winchester, VA 


Date: Tue, 9 Sep 1997 20:03:39 -0400 

From: "Andy Howard, WA4KCY" <sweetbay@compuserve.com> 
To: "LIST, POST BOATANCHORS" <BOATANCHORS@theporch. com> 
Subject: National Plate Circuit for Sale 

Message-ID: <199709092003_MC2-1FCD-70F1@compuserve. com> 


Hello to all, 


I have an extra National MD-40 SL plate circuit. This one has never been 
soldered onto and other than a bit of dust looks new. It makes a good 
balanced output circuit for a 40 watt transmitter or as I use them as a 
grid circuit on the input of a large Class C amplifier. 


$50 shipped anywhere in the lower 48. 


Thanks and 73, 


Andrew E. (Andy) Howard, Sr., WA4KCY 

105 Sweet Bay Lane 

Carrollton, Georgia 30116-8519 

Telephone 770-832-0202 

AMI #9 - Southeastern Division Director 

http: //ourworld.compuserve.com/homepages/sweetbay 
<>< 


Date: Wed, 10 Sep 97 00:31:27 UT 

From: "Allan Fritsche" <fritsche@classic.msn.com> 

To: boatanchors@theporch.com 

Subject: R-390A IF chassis 

Message-ID: <UPMAILO3.199709100033140263@classic.msn.com> 


Hello Gang, I must be the most unlucky person when it comes to RF or 

IF coils on anything I have purchased. 

Now the latest battle is Z-503 the IF/AGC coil in the R-390A. Slug was 
shattered and wouldn't tune(naturally).. Drilled out last night and replaced 
the slug... Had about a 3/16th inch of coil ends to try and patch... Well 

you guessed it. One side broke into the potted coil. OK , OK.. I have some 

old Millen coils that I can Jury rig... But this guy is in excellent shape and 
I would like an original. 


Question of the Hour... Does anyone have a junker IF subchassis, and 
I mean sans mech filters they would like to sell for 20 bucks plus shipping. 
All I really need is the Z-503 to make this unit like new.. 


Let Me Know 
Al 
fritsche@msn.com 


Date: Tue, 09 Sep 1997 19:15:01 -0700 

From: Edward Zeranski <ejz@nosc.mil> 

To: boatanchors@theporch.com 

Subject: HP sweep gen/plugin pub 

Message-ID: <3.0.1.32.19970909191501.006e5244@marlin.nosc.mil> 


Someone asked for an HP 8690 manual or one of the plugin pubs. Email, I 
will search for the manual inthe garage as I do not have the set. Hve used 
one but a while back! 


Ed Zeranski This is a private opinion or statement. 
home email: ezeran@cris.com 


Date: Wed, 10 Sep 97 03:09:45 UT 

From: "Gerald Morris" <kéqy@classic.msn.com> 

To: "BA Swaplist" <baswaplist@foothill.net> 

Cc: "Boatanchors list" <boatanchors@theporch.com> 
Subject: Need RME 4350 Parts 

Message-ID: <UPMAILO5.199709100310430686@classic.msn.com> 


I am in need of the dial drive mechanism for a RME 4350 or 4350A revr. I 
would also be interested in a parts rig. There was one at the Livermore, CA 
swap last week. Any info would be appreciated. 


73 Gerald Morris K6QY 


Date: Tue, 9 Sep 1997 21:33:13 -0700 (PDT) 

From: John Kolb <jlkolb@cts.com> 

To: David Prince <davprin@gil.com.au> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: What Batteries for Simpson Model 263 VOM? 
Message-ID: <Pine.SC0.3.91.970909212927 .21499A-100000@sd.cts.com> 


On Tue, 9 Sep 1997, David Prince wrote: 


> G'day Gang, 
> Still trying to find out the answer to the above 
> subject. If you can help, please send a reply direct. Thanks. 


Well, the Model 269 (LARGE meter) works fine with a Eveready # 505, 
22.5 V. Around $ 5.00 at the local Radio Shack, who seem to think 
the battery would fit all Simpsons. 


John Kolb KK6IL 


End o£ BOATANCHORS Digest 1663 
KKKKKKKKKKKK AKAIKE KKK 


>From ???@??? Thu Sep 11 02:03:28 1997 

Message-Id: <199709110245.VAA09579@sco.theporch. com> 
Date: Wed, 10 Sep 1997 21:45:38 CDT 

Subject: BOATANCHORS digest 1664 


BOATANCHORS Digest 1664 
Topics covered in this issue include: 
1) Re: Jetronic scopes 
by w7ni@teleport.com (Stan Griffiths) 


2) FS Sovjet Spy sets 
by "ro" <otterstad@inet.uni-c.dk> 


3) 
4) 
5) 
6) 
7) 
8) 
9) 
10) 
11) 
12) 
13) 
14) 
15) 
16) 
17) 
18) 
19) 
20) 
21) 
22) 
23) 
24) 
25) 


26) 


The NC 240 D 

by laffitte@prtc.net (laffitte) 

FS: HRO Sr and power supply 

by w2ec@VNET.IBM.COM 

WTB: MM-1 Mic 

by "Cal J. Eustaquio" <ceustaqu@polymail.cpunix.calpoly.edu> 
Twinlead/anacronism/anarchism 

by MNHopkins@aol.com 

J4 Cost ? 

by "Larry" <rau@wco.com> 

What is this? 

by BRICKEY_PETER@tandem.com 

Twinlead fun 

by tomrice@netcom.com (Tom R. Rice) 
Coupler, SR-42, etc FS 

by don merz <71333.144@compuserve.com> 
Books wanted 

by w2ec@VNET.IBM.COM 

B&W GDO Coil set #600A for trade 

by maccary@on-ramp.ior.com 

WTB R55A Manual 

by "Freeberg, Scott (STP)" <qc01870@stp03.suidant.com> 
Need INFO ON 30L-1 

by Terry Neal <tmneal@netcom.com> 

Re: 30L1 Amplifier 

by "Andy Howard, WA4KCY" <sweetbay@compuserve.com> 
RE: Need INFO ON 30L-1 

by "James C. Owen, III" <owen@piper.eeel.nist.gov> 
RE: Need INFO ON 30L-1 #2 

by Terry Neal <tmneal@netcom.com> 

WTB: Scope probes 

by mack@mails.imed.com (Ray Mack) 

Early Calletters 

by Jderm740@aol.com 

Comments on R390/R390A radios 

by David Medley <davemed@worldnet.att.net> 
Re: BOATANCHORS digest 1662 

by Jderm740@aol.com 

"BA" net activity 

by Sandy W5TVW <ebjr@worldnet.att.net> 
Manuals & Catalogs (Copies) 

by Eugene Rippen <soundval@foothill.net> 
Wanted URM-25D Cover 

by Gary Harmon <gharmon@txdirect.net> 

Re: Comments on R390/R390A radios 

by Bob Roehrig <broehrig@admin. aurora. edu> 
Kenneth E. Lohman query 

by bill@skeeter.frco.com (William Hawkins) 


27) Re: "BA" net activity 

by k7sz@juno.com 
28) Re. AN/PRM-10 Grid dipper 

by "Thomas A. Adams" <103360.2133@compuserve.com> 
29) Tube tester parts 

by Reid Wheeler <reid@olywa.net> 


Date: Wed, 10 Sep 1997 02:20:03 -0700 (PDT) 

From: w7ni@teleport.com (Stan Griffiths) 

To: vancleef@netcom.com 

Cc: boatanchors@theporch.com 

Subject: Re: Jetronic scopes 

Message-ID: <199709100920.CAA07043@kim.teleport.com> 


>What you are describing is one of the infamous wannabe scopes. There 

>were three vendors (Hickock, Jetronics, and have forgotten the other) 

>who made "Chinese copies" of the Tek 545A and its plug ins for sale to 
>the US government in the early sixties. 


The other company was Lavoil. 


>Yes, Tektronix sued, and ultimately won. But by the time the thing 
>was settled, there were thousands of these wannabes, mostly taking up 
>shelf space, because they were poor performers and died early and 
>horrible deaths. I have a Hickock that is donating parts for various 
>things that blew its HV transformer. 


I have TWO Hickoks and both of them have bad HV transformers. Must be a 
message here . . . Also, by the time the suit was settled, both Jetronic 

and Lavoi wer long out of business so there was nothing for Tek to collect 

from them. Hickok and the US Government paid since they were still in business. 


I think the era when these were 
>built was 1961-63. The 545B replaced the 545A in 1964, which made the 


>545A wannabes obsolete. 


There were wannabes of models other than 545A. 545 (non A) and 535 plus a 
lot of different plugins (B, L, CA, D to name a few.) 


Stan w7ni@teleport.com 


Date: Wed, 10 Sep 1997 12:01:48 +0200 
From: "ro" <otterstad@inet.uni-c.dk> 


To: <boatanchors@theporch.com> 
Subject: FS Sovjet Spy sets 
Message-ID: <199709100959.LAAQ7117@inet.uni-c.dk> 


Ragnar Otterstad 
email : otterstad@inet.uni-c.dk 


I have R353 ( 3-16 MHz ) and R 354 ( 2,5-15 MHz ) spysets for sale. Both 


come with burst transmitters for use with standard 35 mm photofilm. 
Encoding unit included. 


If intersted please Email me. 


73 Rag OZ8RO 


Date: Wed, 10 Sep 1997 07:44:07 -0300 
From: laffitte@prtc.net (laffitte) 
To: boatanchors@theporch.com 

Subject: The NC 240 D 

Message-ID: <341679F7.4430@prtc.net> 


Now, here is a classic receiver that I like more for the looks than 
performance. Mine is near mint condition but the first one that I had 
was given to me by my good friend Renato KP4X. It had lived in a chicken 
coop for a while. Renato rescued it but had to hose it down in order to 
get his hands on the set. Later on it was given to me "clean" but 
without the crystal filter which I restored later. Cosmetically it was a 
mess. What most impressed me about the set was the coil catacomb 
mechanism plus the ability of the electronics to witstand years of 
neglect and then being hosed down. Well, this set worked for years 
before I gave it away to an interested kid. I finally found the present 
one with original speaker. The only thing with the NC 240 D is 
sensitivity. I have never been able to get from it what I can get from 
an HRO.Audio is as good as you all know the Nationals are, and with the 
original speakers even better. Has anyone done this observation? Are 
there any more fans of this elegant BA? 


TNX and Best 73s 
Guido E. Santacana KP4FAR 
BA collector in the tropics 


Date: Wed, 10 Sep 97 09:44:18 EDT 
From: w2ec@VNET.IBM.COM 
To: boatanchors@sco.theporch.com 


Subject: FS: HRO Sr and power supply 
Message-ID: <199709101425.JAA20189@sco.theporch. com> 


HRO Sr and power supply, rack mount, 6 volt tubes, with A,B,C and D coils 
(with bandspread). Serial number places it in 1935/1936 time frame. Working, 
used on the air. Includes copy of manual. Pictures can be seen on my web page. 
http://www. geocities.com/~ac_cars/radios.html 


$250 plus shipping for three boxes (#1-HRO, #2-Power supply, #3-Coils) from 
Apalachin, NY 13732 


73, Ray W2EC w2ec@vnet.ibm.com 


Date: Wed, 10 Sep 1997 07:26:02 -0700 (PDT) 

From: "Cal J. Eustaquio" <ceustaqu@polymail.cpunix.calpoly.edu> 

To: boatanchors@theporch.com 

Subject: WTB: MM-1 Mic 

Message-ID: <Pine.HPP.3.96.970910072502 .23479A-100000@monet.artisan.calpoly.edu> 


As above states. Must be in clean working condition. Cal. 


Date: Wed, 10 Sep 1997 11:04:38 -0400 (EDT) 

From: MNHopkins@aol.com 

To: Boatanchors@theporch.com 

Subject: Twinlead/anacronism/anarchism 

Message-ID: <970910110217_725714193@emout11.mail.aol.com> 


In a recent post I observed that twinlead and other balanced feeders are 
passe, which means, of course, past their prime or out of style. Several 
have e-mailed me on the theory that comment was a condemnation; as if my 
wearing a Sacco and Vanzetti suit makes me an anarchist. 


Let me recite: In the old days, especially before the war, all ham rigs had 
two-post balanced feeder output. My kid's KAAR 10-Z (1938) has them as do 
the Meissner Signal Shifters (1941 et seq) and every 5M rig I have ever seen. 
As late as the mid '50s the Gonset Commander mobile had three pages of 
diagrams showing how to match this and that with its two posts. It was, and 
is, low loss and high power handling stuff, but now passe, and the reasons 
are several: 


First, there is an illusion that coaxial output does someting to obviate TVI, 
a big worry in the '5@s. It does not. The way to fix TVI is to quit 
radiatiing harmonics, not try to hide them in a metal pipe. 


Second, there was a lot of the stuff around after Korea 


Third, the CB folk take it as gospel. Area Radio Shack old timers, the few, 
say they still see good buddies trying to buy RG-XX cut to the exact 1/4 
inch. The less one knows about something, the more ritualistic he becomes. I 
am aware of the implications of that statement for new type hams who send the 
microphone to Shimonoseki to be soldered. 


Finally, there is the thought "you can run it where you want." 
I have a place they can run it. 


I use coax only to reach the tuner. Here is my 6M station, TX side, asa 
credential: International Crystal STP-50 AM TX module (1958), fitted with 
grid block keying and feeding a Comaire (one of Doug DeMaw's old companies), 
1964) tuner to 55' of twinlead feeding a folded dipole inside a piece of 
plastic plumbing pipe on a TV rotator at 30 feet. 


HF? When I stoop to it, a 30M full wave loop, twinlead feed. (Great low 
noise band monitor on 6M too). Or, 75' of wire in attic of 1923 plaster lath 
house worked against ground with HB L-tuner and, always, a counterpoise. 


Here in Texas we had a coach, Darryl Royal, who summed it up: "Dance with 
them what brung you." 


de ab5l1, michael in dallas, who chuckles over on QRP-L at every new QRP kit: 
power eating toroids and coax output. MNHopkins@AOL. com 


Date: Wed, 10 Sep 1997 09:13:07 -0700 

From: "Larry" <rau@wco.com> 

To: "boatanchors" <boatanchors@theporch.com>, <dmartin@visuallink.com> 
Subject: J4 Cost ? 

Message-ID: <199709101515 .IAA17977@shell.wco.com> 


I can't comment on a4/j4 but it should be obvious that s-line is a lot 
cheaper to produce, if only because of mechanical simplicity..in my mind 
they are much simpler electronically, especially when they have to align 
them. 


I'll be interested in what you find out from the collins experts.,. 


.L'd like to know what a decent but not collectors quality reciever is 
worth with several filters, no matching speaker required here. 


Date: 10 Sep 97 08:41:00 -0700 

From: BRICKEY_PETER@tandem.com 

To: boatanchors@theporch.com 

Subject: What is this? 

Message-ID: <199709100844.AA7481@POST . TANDEM. COM> 


Hi, 


I picked up a military loop antenna coupling unit complete with 
a short mast sticking up from the top at the last Livermore swap 
meet. I would like to know what it was used in and would appreciate 
any information I can get. 


The label on the coupler box says: 


Type CQC-50061 

Coupler Unit 

Freq Range 200 to 1600Kc 
Input 12/24 V 320/160 Ma Dc 
Unit of DU-1 or DW-1 
Aircraft Radio Equip. 


The box contians 2 12SK7 tubes along with some associated circuitry. 
The front panel has 2 rotary switches (1 band switch and 1 to set up 
the direction finding functions), a OFF/ON switch, and a tuning 
control. The unit is quite small measuring about 6" square and about 
5" high (not including the mast). 


The label on the mast/azimuth unit attached to the top of the box 
says: 


TypeCQC-65053 
Azimuth Scale & Rotating Mech. 


The top of the short (~ 18") mast is capped and when the cap is 
removed there are two banna plugs for the antenna to mount on. on the 
bottom of the mast, just above the azimuth scale, is a 8" dia wheel 
which is used to rotate the antenna. 


Date: Wed, 10 Sep 1997 09:39:31 -0700 (PDT) 


From: tomrice@netcom.com (Tom R. Rice) 

To: boatanchors@sco.theporch.com (boatanchors list) 
Subject: Twinlead fun 

Message-ID: <199709101639.JAA18755@netcom8.netcom. com> 


> In a recent post I observed that twinlead and other balanced feeders are 
> passe, which means, of course, past their prime or out of style. Several 


<snip, snippity snip> 


> de ab51, michael in dallas, who chuckles over on QRP-L at every new QRP kit: 
power eating toroids and coax output. MNHopkins@AOL. com 


Vv 


Besides, you can measure directly your wavelength with 
Lecher lines; this does _not_ make you a social outcast 
and it's actually instructive to see the peaks and dips 
on the line. 


Glen Dubbe, W7EMP, fed a cubical quad for years with 
6-inch-spaced parallel line (in the Forties) and we 
youngsters used to be encouraged to go out there with 
Neon bulbs and track the RF. 


Frankly, I think new hams need more of this sort of 
real hands-on experience; ‘twould cut through some of 
the bull-bleep which fills the magazines these days. 


73 de WB6BYH, in curmudgeon mood...... 
"Start off every day with a smile and get it over with." --W.C.Fields 
Tom R. Rice 
tomrice@netcom.com 


Date: Wed, 10 Sep 1997 12:32:11 -0400 

From: don merz <71333.144@compuserve.com> 

To: boatanchors@theporch.com 

Subject: Coupler, SR-42, etc FS 

Message-ID: <199709101234_MC2-1FE6-3E9A@compuserve. com> 


For Sale & Wanted 

CONTACT: Don Merz, N3RHT: 47 Hazel Drive, Pittsburgh, PA 15228. 
412-234-8819 (weekdays, EST or leave a message anytime). 
71333 .144@compuserve.com 


Military CU-784B/U Antenna Coupler made by Barker and Williamson. Neat, 


Navy tube-type coupler with 4 switchable inputs and 18 out. The inputs 
and outputs are all N-connectors but someone has removed one of the input 
connectors. The 4 inputs are marked FL, TR, 50 OHMS and WHIP. The 18 
outputs are in 3 groups of 6. The 3 groups are marked AMP1, AMP2 and 
AMP3. The unit is in a tabletop case that is almost cube-shaped--about 
15" on a side. There is an upper section and a lower section. Each section 
slides out of the case on rails and is held into the case by thumbscrews. 
The upper section must've been designed to orient 2 Loop antennas. There 
are 2 controls and a dial window for each loop. One is marked LOOP TUNING 
and the other is a switch with positions marked ATHWART REC/ATHWART TEST/ 
OMNI/FORE-AFT TEST/FORE-AFT REC. There are 2 8-pin screw-on connectors on 
the rear of the unit to accomodate the 2 loops. The lower section houses 
the actual antenna coupler. The coupler uses 6 12AT7WA tubes. The controls 
on the lower half are an ON/OFF toggle for AC power, a 5-position rotary 
marked FL WIRE TAP 0-1-2-3-4, a 3-position rotary marked FL WIRE/TR WIRE/ 
LOOP II, and a 2-position switch marked WHIP/LOOP I. The nomenclature tag 
says "CU-784B/U Coupler, Antenna For Genral Radio Use Barker and 
Williamson, Inc. S/N B-17 Contract N600 (24) 61468" The cabinet is 
Navy gray. Looks good. AC line cord cut off. Untested. As-is. I got this 
from Jack Buzon but I know I'll never do anything with it. $40 
RCA Radiomarine AR-8506-B Intermediate and High Frequency Receiver. This 
is a WWII-era merchant ship radio that may have been used on Liberty ships. 
It is part of the RCA Model 4U Radio Unit. Covers 85kc - 25mc. Unique 
appearance with polished brass dial face. Built in speaker. This has 
a standalone desktop cabinet that must not be original because the radio 
was supposed to be used in a console setup. But the cabinet fits right and 
looks right. Includes original manual for the 4U radio unit which covers the 
8506 in detail. The main tuning knob is not original but the correct knob 
is the same as the AR-88 main tuning knob and I can help the buyer have a 
casting made. Working badly. $175 
Hallicrafters SR-42 2 meter AM transciever. A good looking, good-working 
radio. Paint at front edges has some light scratches. Front panel is 
excellent. Cabinet is good or very good. I got this from the original 
owner who made a modification to avoid having to buy expensive 7059 tubes. 
He replaced the 7059 with a 6U8A and the 12AQ5 with a 6AQ5 and put the 
filaments of those 2 tubes in series across the 12-volt filamenet line. 
Otherwise all original. Complete. Working as designed. $85 
Heathkit HW-30 "Twoer." Just average condition with some nasty scratches 
on the front panel. Also the gold in the Heathkit logo has flaked off. 
complete. No modifications that I see. Untested. With manual copy. $13 
Heathkit CB-1 lunchbox identical to the Twoer. This one has an unoriginal 
toggle switch on the front. The cabinet has been repainted black and 
the handle is missing. $7 
Tektronix 561 calibration fixture for 560-series 'scopes. Missing tube. $8 


RADIO-RELATED 
(Hey, it generates RFI, so it MUST be radio-related): Portable diathermy 
machine. This is a Fischer Corporation Type DO-50 Model 8DO50A-Y19 


portable diathermy machine in a leatherette case with leather handle. 
Looks fine but has no tubes, pads or instructions. Not large, but heavy. 
As-is. $10 


WANTED 
Lafayette HA-94 speaker 
Spline drive cable for command sets. Also need the loop control box that 
was connected via spline drive to the loop so the operator could rotate 
it. 
Lafayette HE-45A 6 Meter Transciever manual copy 
Lafayette HE-61 6 Meter VFO manual copy 
Jackson 106 signal generator manual copy 


Date: Wed, 10 Sep 97 12:12:41 EDT 

From: w2ec@VNET.IBM.COM 

To: boatanchors@sco.theporch.com 

Subject: Books wanted 

Message-ID: <199709101710.MAA24885@sco.theporch. com> 


Looking for a Radio Handbook (not ARRL but Jones / Orr version), any edition 
1940's thru 1950's. Physical condition not critical as long as it's in one 
piece and usable for reference. 


Also looking for two youth oriented fiction books, both featuring ham radio. 


One is "Isle Royale Calling", probably late 1940's or early 50's publication. 
The other is "Stand By for Danger", probably early 50's publication. 


73, Ray W2EC w2ec@vnet.ibm.com 


Date: Wed, 10 Sep 1997 12:25:08 -0500 (CDT) 

From: maccary@on-ramp.ior.com 

To: boatanchors@sco.theporch.com 

Subject: B&W GDO Coil set #600A for trade 
Message-ID: <199709101725 .MAA25232@sco.theporch. com> 


There are 5 coils(one a hairpin loop) in this set and they tune from 1.75 
mHz to 260 mHz. I don't have the B&W GDO and would like to trade them for 
the 8 coil set for the Eico 710. The Eico set tunes from .4 mHz to 250 mHz, 
the last one also being a hairpin loop. 


Any takers? 


Mac - -WONAX 
LAWRENCE MAC CARY --- A Subscriber at Internet On-Ramp, Inc. 


Date: Wed, 10 Sep 1997 11:40:00 -0600 

From: "Freeberg, Scott (STP)" <qc01870@stp03.guidant.com> 
To: "'Boatanchors@theporch'" <boatanchors@sco.theporch.com> 
Subject: WTB R55A Manual 

Message-ID: <199709101738 .MAA15215@inetgw. guidant.com> 


Can anyone point out a source for a Knight R55A manual? I looked at W7FG 
and Ray Sarrio web pages but the R55A was not available. Thanks. 


Scott WAOWFA St. Paul MN 
Johnson Viking Valiant and National NC-300, what a great rig! 


Date: Wed, 10 Sep 1997 11:01:45 -0700 

From: Terry Neal <tmneal@netcom. com> 

To: <boatanchors@sco.theporch.com> 

Subject: Need INFO ON 30L-1 

Message-ID: <3.0.3.32.19970910110145.00a11f£d80@10.0.2.1> 


Last weekend I purchased a Collins 30L-1. The seller gave me a check out 
sheet his friend developed whilst going thru the Amp. I noticed he said all 
bands checked, got full power output; but 15 mtrs was not tested. The 
seller told me, "You know about 15 meters don't you?" Well I don't know 


Also this rig is almost serial #28000 and is round emblem. Is it old, new, 
or what? 
Anything else I shud know? 


thank you so much 
tn 


Terry Neal aa6étn 
tmneal@netcom.com 


Date: Wed, 10 Sep 1997 14:39:31 -0400 
From: "Andy Howard, WA4KCY" <sweetbay@compuserve.com> 


To: "LIST, POST BOATANCHORS" <BOATANCHORS@theporch. com> 
Subject: Re: 30L1 Amplifier 
Message-ID: <199709101439_MC2-1FF1-30EB@compuserve. com> 


Terry Neal writes: 
>Last weekend I purchased a Collins 30L-1. The seller gave me a check out= 


>sheet his friend developed whilst going thru the Amp. I noticed he said 
all 

>bands checked, got full power output; but 15 mtrs was not tested. The 
>seller told me, "You know about 15 meters don't you?" Well I don't know 


Yep, I know about 15 meters. It is a place in the spectrum from 21.000 to= 
21.450 and I bet it does not work on your 30L1 amp. I wonder if 11 meters= 


works on the amp? The next time I have one that does not work at all I ca= 
n 
tell the prospective buyer "you know about the ham bands don't you"? 


Wonder if that will work? 
What people will do to sell something never ceases to amaze me. 


Regards to all, 


Andrew E. (Andy) Howard, Sr., WA4KCY 

105 Sweet Bay Lane 

Carrollton, Georgia 30116-8519 

Telephone 770-832-0202 

AMI #9 - Southeastern Division Director 

http: //ourworld. compuserve.com/homepages/sweetbay 
<>< 


Date: Wed, 10 Sep 1997 14:43:04 -0500 (EST) 

From: "James C. Owen, III" <owen@piper.eeel.nist.gov> 
To: boatanchors@theporch.com 

Subject: RE: Need INFO ON 30L-1 


Message-ID: <52985.owen@piper.eeel.nist.gov> 


In message Wed, 10 Sep 1997 11:01:45 -0700, 
Terry Neal <tmneal@netcom.com> writes: 


> seller told me, "You know about 15 meters don't you?" Well I don't know 
> about 15mtrs, Do any of you?????? 
> 


I know about 15 meters. It's a great band for DX been a little dead as of 
late but is picking up. It will come alive before 10 and 10 is showing 
quite a bit of activity. Get on 15 and work someone. Is this what you want 
to know? 73 Jim K4CGY 


Date: Wed, 10 Sep 1997 13:05:24 -0700 

From: Terry Neal <tmneal@netcom. com> 

To: <boatanchors@sco.theporch. com> 

Subject: RE: Need INFO ON 30L-1 #2 

Message-ID: <3.0.3.32.19970910130524 .00a0e158@10.0.2.1> 


>In message Wed, 10 Sep 1997 11:01:45 -0700, 

> Terry Neal writes: 

> 

>> seller told me, "You know about 15 meters don't you?" Well I don't know 


At 02:43 P 9/10/97 -0500, Jim K4CGY wrote: 


>I know about 15 meters. It's a great band for DX been a little dead as of 
>late but is picking up. It will come alive before 10 and 10 is showing 
>quite a bit of activity. Get on 15 and work someone. Is this what you want 
>to know? 73 Jim K4CGY 


Jim, 


I can't believe you would waste precious boatanchor bandwidth with such 
puerility! 

And to make it public! you must fancy yourself a comedian. 

My question was posed to the group with all seriousness and deserved a like 
reply. 


cul tn 


Date: Wed, 10 Sep 1997 16:26:24 -0600 

From: mack@mails.imed.com (Ray Mack) 

To: boatanchors@sco.theporch.com, heath@listserv.tempe. gov, 
vhf@w6yx.stanford.edu 

Subject: WTB: Scope probes 

Message-ID: <Q00326E0.@mails.imed.com> 


We had a small fire last week. I lost 2 Tek P6063B probes. Allied 
wants $360 each for these. I thought I would ask Y'all if you had any 
for sale. It would save the insurance company a few bucks. 


Ray Mack 

WD5IFS 
mack@mails.imed.com 
Friendswood (Houston), TX 


Date: Wed, 10 Sep 1997 17:36:33 -0400 (EDT) 

From: Jderm740@aol.com 

To: boatanchors@sco.theporch.com 

Subject: Early Calletters 

Message-ID: <970910173246_-699724462@emout09.mail.aol.com> 


Greetings All 

Sometime ago there was a request for information about an early call sign 
an experimental TV? in NY. 

Try contacting Popular Communications at PopularCom@aol.com. This is the 

editors email. His name is Harold Ort. Ask him to put in touch with Alice 
Brannagan who writes history pieces for this mag. She can help you get in 
touch with a archive company she uses and hopefully someone in this chain 
answer your request. 


Hopes this helps 
Jack Jderm740@aol.com 


Date: Wed, 10 Sep 1997 16:19:53 -0700 

From: David Medley <davemed@worldnet.att.net> 

To: colint@lightspeed.net 

Cc: collins@listserv.tempe. gov 

Subject: Comments on R390/R390A radios 

Message-ID: <3.0.3.32.19970910161953 .00c673e4@postoffice.worldnet.att.net> 


Hi Collin. As promised here is my preliminary evaluation of the R390 radio 


for 


can 


which I have just completed restoring. I have been pleasantly surprised. 
Here are some comments: 

The radio I have was made by Motorola for Collins Radio Co as stated on the 
label. The critical parts in it were made by Collins (PTO, BFO). 

The radio is a much more expensive and elaborate radio than the "A" mode. 
For example 2 RF stages and the RF assembly is supported by a heavy 
casting. There is more extensive shielding for the oscillators and it is 
just a generally more robust radio. It weighs in at around 90lbs as 
compared with 75 or so for the "A" version. The quality of workmanship 
seems to me to be somewhat higher, perhaps because Collins was the customer! ! 
Although I am not certain of the history of the radio it was picked up at 
Sierra Vista which is near Fort Huachuca, a large Army base in South 
Eastern Arizona where the climate is generally desert like (dry) so I 
suspect it was used by the Army here for most of its life. 

I think what impressed me most was that after I had fixed a couple of 
faults in the audio and power supply units the radio worked almost 
perfectly. I ran through the alignment process but only very minor touchups 
were required. This was after the radio had been disassembled and cleaned 
by the 409/garden hose process. It sounds better than the average 390A (I 
believe because of the absence of mechanical filters) but not as good as my 
390A with the Kleronomos modified audio. I didn't miss the mechanical 
filters at all as it still has the same selectivity options obtained by 
other means.The dial calibration was right on and the PTO showed no sign of 
needing the almost impossible tracking adjustment. 

As far as sensitivity is concerned it performs as well as the best 390A I 
have. I can't measure the sensitivity accurately as it is better than the 
leakage in my old HP606A signal generator. 

The gearbox is somewhat different to the 390A type and is as smooth as 
silk. This is helped by the different layout and design of the slug racks 
which are all side by side in one long unit rather than the tandem 
arrangement in the "A" version. 

On the negative side this radio has an elaborate voltage regulator scheme 
for the B+ using 6082 tubes (2). These tubes generate a large amount of 
heat and there was some evidence of this around the audio unit where some 
components had aged enough to have to be replaced and one in particular had 
burst and leaked some very corrosive substance which had even eaten into 
the supporting phenolic board. I am installing a muffin fan on this radio 
in an attempt to get rid of some of this heat. 


I think this is going to be my favorite radio for general AM/CW listening. 
If you have any other questions I will be happy to try and answer them. 


The second 390 has a major fault in the RF deck so I have put it on the 
back burner for a while. I will get to it eventually and then sell it. 
Regards 

Dave KI6QE/7 


Date: Wed, 10 Sep 1997 19:44:31 -0400 (EDT) 

From: Jderm740@aol.com 

To: boatanchors@theporch.com 

Cc: m_warren@compuserve.com 

Subject: Re: BOATANCHORS digest 1662 

Message-ID: <970910143728_568590314@emout15.mail.aol.com> 


Mike 

About your inquirery of accessories for the NC-183D. 

1955 ARRL handbook shows only the NBFM adaptor. It was the same one used in 
the HRO. The HRO hada crystal calib but no way to adapt to the 183 although 
other accessories were usable with both. There is no way to turn the calib on 
and off on a 183 unless you add a switch someplace. 

2) Product detector circuit. CQ November 1956 has an article showing how to 
add one to various receivers. National also offered a product detector for 
the HRO-60 that plugged into the FM adaptor socket. I should think it would 
work with the 183 also as the FM adaptor was the same for both. If you need 
more info let me know. 

Good luck 

Jack Jderm740@aol.com 


Date: Wed, 10 Sep 1997 23:47:37 +0000 

From: Sandy W5TVW <ebjr@worldnet.att.net> 

To: boatanchors@theporch.com, glowbugs@www.atl.org 
Subject: "BA" net activity 

Message-ID: <19970910234732.AAB27555@LOCALNAME> 


The "BA" net activity has been sort of erratic this summer. Several 
of us 
have "deviated" from the usual 7050 spot on 40 meters to dodge the 
increasing amounts of QRM. We have had some limited success on 7060. 

40 meters seems to be becoming a popourri of modes this past summer. 

We have experienced very heavy SSB QRM (Several times invited in English 
to "QSY to CW band!" by Spanish speaking stations! The digital users seem 
to be migrating down the band as well and can be heard almost down to 

7025 with various AMTOR/PACTOR modes. 

80 meter should be improving rapidly, so I would encourage users to 
check out the 80 meter QRG! 

Most activity takes place on 40 around 0200 GMT. I have been personally 
monitoring 80 around 0300, 0330 and 0400 GMT but the activity has been very 
sparse. The band is "open" as I can heard the Portishead, England coast 
station almost nightly, plus the VOLMET SSB stations just below 3.5 Mhz. 


Look nightly on 7060 and 3579.5 plus or minus a bit for those with VFOs 
or transceivers for activity. 


73, 

E. V. Sandy Blaize, W5TVW 

"Boat Anchors collected, restored, repaired, traded and used!" 
417 Ridgewood Drive, 

Metairie, LA., 70001 

ebjr@worldnet.att.net 

*xLooking for: Hallicrafters SR-75 Transceiverx* 
*kRK-34(VT-224) tubes, Butternut HF2V antennaxx*x 


Date: Wed, 10 Sep 1997 17:00:33 -0700 

From: Eugene Rippen <soundval@foothill.net> 
To: boatanchors@theporch.com 

Subject: Manuals & Catalogs (Copies) 
Message-ID: <341734A1.1DC7@foothill.net> 


OK, OK, Iill go ahead and spend a day making copies. 


If you are interested in getting copies of the following items, I need to 
RECEIVE the money/check no later than Tuesday, September 16, 1997. 


Philco Trouble-Shooting RADIO RECEIVER BC-348-J, BC-348-N 
or BC-348-Q. 10 pages. $3.00 mailed CONUS. 


E. F. Johnson, TUBE SOCKET STANDARDIZATION - 
Standard-Industrial-Miltary, Catalog No. 536. Years 1954, 1957. 
Pictures and descriptions of transmitting and industrial tube 
sockets... 14 Pages. $3.50 mailed CONUS. 


Collins Mechanical Filters. Bulletin 1031, Year 1962. Has descriptions 
in the form of articles. Has catalog. 24 Pages. $4.50 mailed 
CONUS. 


National Radio Products 1948. Natioanl catalog. Describes receivers and parts. 
Covers: HRO-7, HRO-7C, NC-183, NC-57, NC-2-40D, HFS, NC-108R, 
NC-108T and dials, chokes, cvariables, hardware, etc. Pictures. 
36 Pages. $5.50 mailed CONUS. 


Thordarson: Transmitter and Power Amplifier Guide. Year 1934. No. 344. 
36 Pages. 5 1/4 x 81/4 inches. $5.50 mailed CONUS. 


Montgomery Ward & Co., Radio Equipment Catalog. Year 1924-3. 
52 pages. $7.50 mailed CONUS. 


IF you order more than one item above, DEDUCT $1.00 from the TOTAL 
purchase, for the postage saved. 


Eugene Rippen, 105 Donnington, Auburn, CA 95603 


Date: Wed, 10 Sep 1997 19:03:30 -0500 

From: Gary Harmon <gharmon@txdirect.net> 

To: boatanchors@theporch.com 

Subject: Wanted URM-25D Cover 

Message-ID: <3.0.3.32.19970910190330.006d92c4@mail.txdirect.net> 


Anyone have a front snap-on cover for the URM-25D signal generator lying 
around needing a home? 


Thanks in advance. 


Gary H. Harmon, Jr., K5JWK 
6302 Robin Forest 

San Antonio, TX 78239-3218 
(210) 657-1549 
gharmon@txdirect.net 


Too Many Projects, Not Enough Time! 
Better to Have and Not Need than to Need and Not Have! 
Pack Unto Others As You Would Have Them Pack Unto You! 


Date: Wed, 10 Sep 1997 19:25:03 -0500 (CDT) 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

To: David Medley <davemed@worldnet.att.net> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Comments on R390/R390A radios 

Message-ID: <Pine.ULT.3.96.970910192034 .29264B-100000@admin. aurora. edu> 


On Wed, 10 Sep 1997, David Medley wrote: 


> As far as sensitivity is concerned it performs as well as the best 390A I 


> have. I can't measure the sensitivity accurately as it is better than the 
> leakage in my old HP606A signal generator. 


A favorite trick to help get around the leakage problem (and also nullify 
errors due to slightly different than 50 ohm loads) is to insert a good 
shielded 20dB pad right at the output of the signal generator. Some 
generators also tend to lose accuracy at the lower microvolt levels 

and the pad also helps this situation. Using the pad, a generator 

output of 10uv becomes uv at the receiver, etc....... You can even 

go to a 40dB pad for an attenuation factor of 100. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


Date: Wed, 10 Sep 1997 20:06:36 -0500 

From: bill@skeeter.frco.com (William Hawkins) 

To: boatanchors@sco.theporch.com 

Subject: Kenneth E. Lohman query 

Message-ID: <9709110106.AA27346@skeeter.bvc.f£rco.com> 


Anybody know anything about the collection of Kenneth E. Lohman? 
He was a Petroleum Geologist in California who later moved to 
Fairfax Station, VA. He died earlier this year, with no close 
relatives. A local antique dealer has been telling me about the 
truckloads of stuff that dealers took away. He got a small truck, 
and he says the Smithsonian took most of it. So I looked at him 
and said, "So this is the dregs of the collection, eh?" Didn't 
lower the prices any. 


Regards, 
Bill Hawkins bill@skeeter.frco.com 


Date: Thu, 11 Sep 1997 00:29:49 UTC 

From: k7sz@juno.com 

To: ebjr@worldnet.att.net 

Cc: boatanchors@theporch.com, glowbugs@www.atl.org 
Subject: Re: "BA" net activity 

Message-ID: <19970911.014100.7335.2.k7sz@juno. com> 


On Wed, 10 Sep 1997 23:47:37 +0000 Sandy W5TVW <ebjr@worldnet.att.net> 
writes: 


>40 meters seems to be becoming a popourri of modes this past summer. 
>We have experienced very heavy SSB QRM (Several times invited in 
>English to "QSY to CW band!" by Spanish speaking stations! 


I have noticed a MASSIVE increase in Spanish SSB QRM. This seems to be a 
growning trend, and not what I would counsider a "good" trend at that. 


>The digital users seem to be migrating down the band as well and can be 
heard >almost down to 7025 with various AMTOR/PACTOR modes. 


This is my "very bestes pet peeve": data dinks on our QRP calling freqs. 
Those of us who do a lot of QRP work are constantaly harrassed by the 
data dinks buzzing and ratcheting away all over our QRP calling freqs. It 
is almost unbearable during QRP contests in the spring and fall. Then the 
data dinks go overboard to make life miserable for those of us who are 
contesting. 


This influx of data dinks was originally caused by the ARRL, who in their 
infinate wisdom, started listing 7040 as a digital calling freq. They 
heard from the QRP ARCI on the matter but never did any kind of 
retraction that I saw in print. 


Now it seems that QRP freqs are fair game. I have the advantage of a BIG 
antenna on 20/15/10 meters where I can crank up about 25 watts and sound 
loud so I can make life difficult for the data dinks on those bands. But 
I am not all that competitive with antennas on 40 and 80 meters....(80 
mtx Zepp fed with 450 ohm ladder line up at 48 feet at the apex). 
Therefore, I can do little to discourage their data QRM on those bands. 


Makes me want to sell the radios and take up stamp collecting. 


73 rich K7SZ 


Date: Wed, 10 Sep 1997 21:54:06 -0400 

From: "Thomas A. Adams" <103360.2133@compuserve.com> 

To: "INTERNET: boatanchors@theporch.com" <boatanchors@theporch.com> 
Subject: Re. AN/PRM-10 Grid dipper 

Message-ID: <199709102155_ MC2-1FF8-871@compuserve. com> 


Greetings. 


To the gentleman who got hold of the PRM-10 dipper, I can only say 

Congratulations! This is ONE EXCELLENT grid dipper; so much so that except 
for work below 1.5 MHz my Millen is out of a job! The dip on my PRM-10 is 
razor sharp; none of these tentative, half hearted little needle bobs that 


you get with a lot of meters. Even tho the Millen is quite good in terms of 
having few false dips, the PRM-10 is BETTER... by far! 


An awful lot of dippers poop out on you when you get to VHF. They get 
touchy, and fill up with false dips. This one won't. The reason it works so 
well is that in addition to the inductors, each plug-in coil unit contains 
it's own oscillator feedback network which is optimized for the frequency 
range in question. 


The PRM-10 design is, to me, an excellent example of Cold War vintage over 
engineering. They simply took a basic grid dipper design and overdid it on 
a "price is no object" basis. Just for the hell of it, the designer also 
threw in every bell and whistle you could conceivably ever need ina 
dipper; how many other grid dippers have you seen that have internal 
provisions for not only 1000 Hz modulation, but also provisions for adding 
an EXTERNAL audio source? 


You got a real gem there. This is the only grid dipper you'll ever need. 


73's, 


Tom, KITA 


Date: Wed, 10 Sep 1997 19:43:38 -0700 

From: Reid Wheeler <reid@olywa.net> 

To: "'boatanchors@theporch.com'" <boatanchors@theporch.com> 
Subject: Tube tester parts 

Message-ID: <Q1BCBE21.EFC514C0@otto11.olywa.net> 


I have recently come into the possession of the 'guts' for what I think 
was a ‘drug store' type tube tester. It was free to me, but I don't have 
any use for it. It's a ‘Self Service Tube Tester' model SS2. It has all 
the parts (except the on/off switch) mounted on a 16-1/4 by 18-1/4 inch 
aluminum plate including the 7-1/4 square (3 inch mounting hole) "Good- 
Weak-Replace" meter by Ideal Precision Meter Co, Inc. 

Everything appears to be in working condition, but no warranties. 

Any of the parts or the whole thing for the cost of shipping to anyone 
who might need it. 


Reid Wheeler 5910 Boulevard Lp SE 
Olympia WA 98501-8404 
IRCA WDXF editor - IRCA Election Committee Chairman - Editor, Hollow State 


Newsletter 
e-mail at: reid@olywa.net 
(360) 786-6756 


End of BOATANCHORS Digest 1664 
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